
THE CITY OF ERIE 

JOSEPH V. SCHEMBER, MAYOR 


October 15, 2018 


Donald J. Trump for President, Inc. 

715 5 th Avenue 
New York, NY 10022 

RE: City of Erie, PA Billing Summary and Invoice 


Attached are the invoice and billing summary for the use of Public Safety 
and Public Works employees supplied to the Donald J. Trump for President, Inc. 
organization for the recent campaign rally and fund raiser help at the Erie 
Insurance Arena on October 10, 2018. These items where required and 
requested by the United States Secret Service through the City of Erie Police 
Department and stated as necessary for the event to be held. Thank you for your 
attention to this matter and if there are any questions please call at once. 


Sincerely, 



DEPARTMENT OF ADMINISTRATION AND FINANCE 

626 State St. Room 300 | Erie, PA 16501-1128 | finance(a)erie.pa.us 


ph 814-870-1306 
fx 814-870-1279 









City of Erie 


Invoice 


626 STATE ST 
PA 16501 



Bill To 


Donald J. Trump for President, Inc. 
725 5th Ave. 

New York, NY 10022 


P.O. No. 

Terms 

Project 

Verbal US SS 

Due on receipt 



Quantity 

Description 

Rate 

Amount 

1 

Employee Reimbursement Summary 

Donald J. Trump for President, Inc. 

Rally October 10, 2018 

Erie Insurance Arena 

Summary Attached 

35,129.27 

35,129.27 


Total 


$35,129.27 

























City of Erie Billing Summary 

t - Donald J Trump for President Rally Erie Insurance Arena 
Police Department 


].v; ’ 

CASH HOURS 

IS 


1st shift 
(regtime) 

tmmm 

3rd shift 

IBM 


Chief 

1.5 

20.5 

i 


Detective 

6 

6 

9 


ID 

1.5 

0 

1 


Motorcycle 

0 

16 

0 


NAT 

0 

24 

0 


Patrol 

116.25 

189.5 

0 


Property 

0 

0 

2 


Quebec 

13.5 

8 

0 


SAT 

30.5 

9 

1 


Vice 

0 

31 

0 







TOTAL HOURS 

169.25 

304 

14 



TOTAL FTE « 


m 


GRANDTOTALI 


Average Wage $ 40.85 

Average OT $ 61.28 


Public Works Department 


r —— 

CASH HOURS 

•Pi 


1st shift 

':‘;2;hdl iShlftiil 

k;3rd shift : 

liMii; 



(regtime) 

(3.25%) 

Streets Supervisor 

0 

0 

0 


Streets 

0 

4 

0 


Garage 

0 

0 

0 


Sewers 

0 

0 

0 


iniiTrrT 




■ 

TOTAL HOURS 

SHEIKH 

4 

0 



TOTAL FTE si 


:iill 


GRAND TOTAL (HOURS) 


Average Wage $ 25.66 

Average OT $ 38.49 


Fire Department 


iliiSSlilfiSS 







.UNIT ■ 

j; 

’ r 



pifflf 


Fire Inspection 

0 

0 

0 







|TOTAL HOURS 

sMOMRI 

o 1 

! o 



| TOTAL FTE = 2 GRAND TOTAL (HOURS) 


Average Wage $ 42.04 

Average OT $ 63.06 


Updated: 10.15.18 











































































































































